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1 . TRC EMBOFES WILL RECALL DOT/TRANSPORTATION RESEARCH 
BOARD TEAM THAT CONDUCTED STUDY OF EUROPEAN TRANSPORTATION 
ENERGY-RELATED RESEARCH DURING NOVEMBER 1974. DOT HAS 
NOW RECEIVED DRAFT REPORT OF TRB TEAM CONTAINING SPECIFIC 
RECOMMENDATIONS AS TO COOPERATIVE PROJECTS IN TRANS- 
PORTATION RESEARCH RELATED TO ENERGY CONSERVATION. DRAET 
IS UNDER REVIEW AND PUBLICATION NOT CERTAIN. NEVERTHELESS, 
UNCLASSIFIED 
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DOT IS ANXIOUS TO MOVE QUICKLY IN IMPLEMENTING THOSE 
RECOMMENDED PROJECTS THAT HAVE POTENTIAL PAY OFF IN LIGHT 
OF CURRENT DOT RESEARCH INTERESTS. 
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2. DOT PLANNING TO SEND SMALL GROUP OF OFFICIALS TO 
EUROPE WEEK OF OCTOBER 13 TO MEET WITH BRITISH AND FRENCH 
COUNTERPARTS AND DISCUSS COOPERATIVE POSSIBILITIES IN AREAS 
DESCRIBED BELOW. GROUP WILL INCLUDE NIELS DE TERRA, OFFICE 
OF INTERNATIONAL PROGRAMS; RICHARD D. MORGAN, DIRECTOR, 

OFFICE OF HIGHWAY PLANNING, FEDERAL HIGHWAY ADMINISTRATION 
(FHWA); KEVIN E. HEANUE, CHIEF, URBAN PLANNING DIVISION, 

OFFICE OF HIGHWAY PLANNING, FHWA, AND POSSIBLY ONE OR 
TWO OTHER FHWA OFFICIALS ALSO HAVING DIRECT LINE RES- 
PONSIBILITY FOR RESEARCH IN PROPOSED AREAS. DOT GROUP 
PLANS TO HAVE OCTOBER 13 AND 14 AVAILABLE FOR PARIS 
DISCUSSIONS AND OCTOBER 15-17 FOR U.K. MEETINGS. 

OBIECTIVE OF MEETINGS IS FOR OFFICIALS RESPONSIBLE FOR 
RESEARCH AREAS TO MEET THEIR COUNTERPARTS AND, AFTER 
DISCUSSION, DECIDE WHETHER BASIS EXISTS FOR ONGOING 
COLLABORATION, AND IF SO, TO DEVELOP OUTLINE WORK STATE- 
MENTS. 

3. FOR PARIS: PLEASE APPROACH FRYBOURG, AND ASCERTAIN 
WHETHER IRT AGREEABLE TO RECEIVE TEAM OCTOBER 13/14 FOR 
A DISCUSSION OF FOLLOWING PROJECT, WHICH HAS BEEN SE- 
LECTED FROM AMONG THOSE PROPOSED IN TRB REPORT. SUGGEST 
POINTING OUT TO FRYBOURG THAT AGREEMENT TO MEET DOT GROUP 
DOES NOT COMMIT IRT TO PROJECT, BUT THAT DECISION WHETHER 
OR NOT TO FORMALIZE A PROJECT WOULD BE TAKEN MUTUALLY AT 
END OF DOT VISIT. PROPOSED PROJECT TITLE: VEHICULAR 
TRAVEL ESTIMATING IN URBAN AREAS. 

BACKGROUND: BOTH IN FRANCE AND IN U.S., ESTIMATES OF 
URBAN VEHICLE MILES OF TRAVEL (VMT) ARE CURRENTLY BEING 
MADE BY LINK AND NETWORK TOTALS. THESE ESTIMATES ARE 
BASED ON VEHICLE COUNTING PROGRAMS USING VARIED TECHNIQUES. 
DIFFICULTIES EXIST IN RELATION TO TECHNIQUES IN USE AND IN 
OBTAINING MORE DETAILED DATA FOR SPECIFIC CLASSES OF 
VEHICLES. 
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PROPOSED OBJECTIVES OF COOPERATIVE RESEARCH: 

TO DEVELOP MORE EFEECTIVE TECHNIQUES FOR MEASURING URBAN 
VMT EOR DIFFERENT CLASSES OF VEHICLES; 

TO TEST THE COST EFEECTIVENESS OF THESE TECHNIQUES AGAINST 
CURRENTLY USED TECHNIQUES; AND 

TO UTILIZE THE TECHNIQUES IN MONITORING TRAFFIC RESTRAINT 
POLICIES. 

PROPOSED TASKS: 

SYSTEMATIC EXAMINATION OF SHORTCOMINGS OF EXISTING 
TECHNIQUES IN RELATION TO VMT MONITORING NEEDS; 

DESIGN OF IMPROVED TECHNIQUES, INCLUDING PRETESTING OF 
THESE; AND 
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FULL-SCALE TESTING AND EVALUATION OF NEW TECHNIQUES IN 
SELECTED CITIES IN BOTH COUNTRIES. 

UNCLASSIFIED 

4. EOR PARIS: PLEASE ALSO ASCERTAIN WHETHER FRYBOURG 
AND/OR APPROPRIATE STAEF WOULD BE AVAILABLE OCTOBER 13 TO 
MEET WITH DE TERRA AND GEORGE PASTOR, UMTA, TO DISCUSS 
JOINT EVALUATION PROJECT FIRST BROACHED IN PASTOR'S 

JUNE 23 LETTER, LATER IN JULY DISCUSSIONS WITH ERYBOURG 
IN WASHINGTON, AND MOSTLY RECENTLY THE SUBJECT OE A VERBAL 
AGREEMENT BETWEEN MINISTER CAVAILLE AND SECRETARY COLEMAN 
DURING THEIR WASHINGTON DISCUSSIONS ON SEPTEMBER 8. DOT 
PLANS TO TRANSMIT TO FRYBOURG A DRAFT PROJECT AGREEMENT 
BY END OF SEPTEMBER. 

5. FOR LONDON: PLEASE APPROACH LYONS, AND INFORM HIM 

THAT BASED UPON RECOMMENDATIONS OF TRB TEAM DOT WISHES TO 
DISCUSS TWO CANDIDATE PROJECTS WITH APPROPRIATE DOE 
OFFICIALS, AND TO SCHEDULE DISCUSSION FOR PURPOSE OF 
EXCHANGING VIEWS ON THIRD SUBJECT, AS FOLLOWS. 

PROJECT A: THE ROLE OF PUBLIC TRANSIT AND CAR SHARING IN 
AREAS OF DIFFERING CHARACTERISTICS. DOE CONTACT WAS 
MR. RUDD. 

BACKGROUND: ONE RESPONSE TO PETROLUM PRICE INCREASES 
AND SHORTAGES WAS OFFERING OF MORE PUBLIC TRANSIT AND 
ENCOURAGEMENT OF CAR SHARING. THESE EFFORTS WERE WELL 
UNCLASSIFIED 
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INTENTIONED BUT POSSIBLY NOT WELL CONCEIVED. TRANSIT 
SERVICE MAY HAVE BEEN ESTABLISHED WHERE JITNEYS OR 
CAR SHARING WOULD HAVE BEEN MORE SUITABLE. A BUS 
WITHOUT RIDERS IS LESS ENERGY EFFICIENT THAN AUTO WITHOUT 
PASSENGERS. IF SIMPLE RELATIONSHIPS BETWEEN RESIDENTIAL 

CHARACTERISTICS AND TRANSPORTATION SERVICE COULD BE 
ESTABLISHED, BETTER DECISIONS CONCERNING THE MOST APPRO- 
PRIATE TRANSPORTATION SERVICE COULD BE MADE. 

PROPOSED OBJECTIVES OF COOPERATIVE RESEARCH: 

TO DEVELOP SIMPLE RELATIONSHIPS BETWEEN RESIDENTIAL 
CHARACTERISTICS AND LEVELS OF TRANSPORTATION SERVICE; 

TO TEST THESE RELATIONSHIPS WITH DEMONSTRATION PROJECTS; 

TO USE THE RELATIONSHIPS IN CONJUNCTION WITH OTHER 
MEASURES TO ESTIMATE TRANSIT AND CAR SHARING NEEDS AND 
POTENTIAL. 

PROPOSED TASKS; 

ACQUISITION OR COLLECTION OF DATA BEARING ON THE RELATION- 
SHIP BETWEEN RESIDENTIAL CHARACTERISTICS AND 
TRANSPORTATION SERVICE; 
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ANALYSIS OF INFORMATION TO ESTABLISH RELATIONSHIP BETWEEN 
DENSITY, POPULATION CHARACTERISTICS, INCOME LEVELS, AND 
OTHER CHARACTERISTICS AND NEEDED TRANSPORTATION SERVICE; 
ANALYSIS OF ENERGY USE IMPLICATIONS OP THE RELATIONSHIPS 
ESTABLISHED; 

DEMONSTRATION AND TESTING ON SITES WHERE TRANSIT AND 
CAR SHARING PROGRAMS ARE BEING DEVELOPED; AND 
ANALYSIS OF RESULTS. 

PROJECT B; ESTIMATING TRANSIT POTENTIAL DURING ENERGY 
SHORTAGES. DOE CONTACT WAS MR. RUSHBROOK. 

BACKGROUND; DURING THE RECENT PETROLEUM SHORTAGE, THERE 
WAS A MEASURABLE INCREASE IN TRANSIT RIDERSHIP IN BOTH 
BRITAIN AND THE U.S. WHEN PUEL SUPPLIES BECAME MORE 
PLENTIFUL AGAIN, TRANSIT RIDERSHIP DECLINED. THIS 
OCCURRENCE SEEMS TO POINT TO A POTENTIAL FOR 
UTILIZATION OF TRANSIT ON THE PART OF SOME PORTION OF 
URBAN POPULATIONS IF POLICIES OF TRAFFIC RESTRAINT 
UNCLASSIFIED 
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WHERE INTRODUCED. THE RELATIONSHIPS INVOLVED ARE, HOWEVER, 
NOT WELL UNDERSTOOD. 

PROPOSED OBJECTIVES OP COOPERATIVE RESEARCH; 

TO COLLECT AND CORRELATE THE RESULTS OP TRANSIT RIDERSHIP 
SURVEYS UNDERTAKEN DURING THE ENERGY SHORTAGE IN VARIOUS 
CITIES; 

TO HYPOTHESIZE RELATIONSHIPS WHICH REFLECT THE ELASTICITY 
BETWEEN PETROLEUM AVAILABILITY AND/OR PRICE AND TRANSIT 
RIDERSHIP; 

TO TEST THE VALIDITY OP THE RELATIONSHIPS WITH DATA FROM 
VARIOUS CITIES; 

TO INTRODUCE THE RELATIONSHIPS DERIVED FROM THE RESEARCH 
INTO TRANSIT PLANNING. 

PROPOSED TASKS; 

SURVEY OF PLANNING ORGANIZATIONS AND TRANSIT OPERATORS TO 
DETERMINE DATA AVAILABILITY; 

PRELIMINARY DEVELOPMENT OF RELATIONSHIPS IN EACH COUNTRY; 
EXCHANGE OF RESULTS FROM THIS PHASE; 

HYPOTHESIS AND TESTING OF CONSISTENT RELATIONSHIPS IN 
EACH COUNTRY; AND 

ANALYSIS OF VALIDITY OF PROCEDURES DEVELOPED AND REPORTING 
OF RESULTS. 

ITEM C; INFORMATION EXCHANGE OP MOTOR CARRIER SURVEYS. 

DOE CONTACT WAS MR. B. J. BILLINGTON. 

DOT DOES NOT YET SEE POTENTIAL POR FORMAL CONTINUING 
PROJECT IN THIS AREA BUT IS HIGHLY INTERESTED IN EXCHANGE 
OF VIEWS WITH BILLINGTON. 
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BACKGROUND: IN BOTH THE U.K. AND THE U.S. COMMODITY 
MOVEMENT BY MOTOR CARRIER IS RELATIVELY ILL UNDERSTOOD. 

IN THE PAST, INADEQUACIES OE DATA CONCERNING MOTOR 
CARRIER OPERATION HAVE SEVERELY LIMITED IMPROVEMENT OE 
THE UNDERSTANDING OF THESE OPERATIONS. THERE ARE UNDER 
WAY AT PRESENT TIME, THOUGH, IN BOTH COUNTRIES, MAJOR 
SURVEYS OE LONG-HAUL MOTOR CARRIAGE. DOE CONDUCTS THE 
CONTINUING SURVEY OE ROAD GOODS TRANSPORT AND THE 
UNCLASSIFIED 
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EEDERAL HIGHWAY ADMINISTRATION, HAS BEGUN ITS COMMODITY 
TRANSPORTATION SURVEY. BOTH SURVEYS ARE SIMILAR IN 
DESIGN AND CONTENT. SINCE THE METHODOLOGICAL PROBLEMS 
INVOLVED IN CONDUCTING SUCH SURVEYS ARE SEVERE. THE 
PROEESSIONALS CONDUCTING THE SURVEYS IN EACH COUNTRY 
COULD PROEIT GREATLY EROM AN EXCHANGE OE INEORMATION ABOUT 
EXPERIENCE WITH THE SURVEYS. 

OBJECTIVES OF THE DISCUSSION: TO EXCHANGE INEORMATION 
ABOUT PROBLEMS AND RESULTS OE MOTOR CARRIER SURVEYS WITH 
A VIEW TO IMPROVING THE METHODOLOGY OE DATA COLLECTION. 

6. PARIS AND LONDON HOTEL REQUIREMENTS WILL EOLLOW 
SEPTEL. PLEASE NOTE DE TERRA WILL LEAVE U.S. OCTOBER 4 
AND WILL BE IN GERMANY OCTOBER 5-8 ATTENDING US-GERMAN 
URBAN TRANSPORTATION WORKSHOP. 

7. FOR BONN FYI: DOT HAS NO NEW PROJECTS IN THIS AREA 
TO PROPOSE TO MOT AT PRESENT TIME. HOWEVER, GERMANY 
VISIT BY DIRECTOR OE DOT'S TRANSPORTATION ENERGY POLICY 
OEFICE IS TENTATIVELY PLANNED PRIOR TO END OE YEAR. 

DE TERRA WILL DISCUSS THIS WITH KAPPEL WHEN IN BONN. 

END EYE 

CORRECTION ITEM C LINE I SHOULD READ INFORMATION EXCHANGE 
ON MOTOR CARRIER SURVEYS. KISSINGER 

UNCLASSIEIED 


« END OE DOCUMENT » 
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